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CONFIDENTIAL GENEVA 5145 
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TAGS: ASEC 

SUBJ: LENIGRAD ACR INSTALLATION 

REF: STATE 170902 
FRANKFURT 5058 

1. RTC ASSUMPTION RELATIVE TO COVERAGE AT SALT SITE IS CORRECT; 
HOWEVER, CONFERENCE SECURITY OFFICER FEELS THAT TECHNICAL SECURITY 
INSPECTION SHOULD BE PERFORMED. THIS INSPECTION SHOULD NOT BE 
LIMITED TO COMMUNICATIONS CENTER. ALL SECURITY EQUIPMENT SHOULD 
BE CHECKED AND PREVENTIVE MAINTENANCE PERFORMED. 

2. IN ADDITION. SINCE LAST TECHNICAL INSPECTION, A LARGE 
SHIPMENT OF FURNITURE HAS BEEN RECEIVED. THIS FURNITURE HAS 

BEEN VISUALLY CHECKED BUT A COMPLETE TECHNICAL INSPECTION SHOULD 
BE PERFORMED BEFORE THE DELEGATION RETURNS. 

3. RTC, FRANKFURT HAS ALREADY BEEN ADVISED OF THE ABOVE AND OF 
THE FACT THAT THE CONFERENCE SECURITY OFFICER IS OF THE 
OPINION THAT A TECHNICAL INSPECTION OF THE SITE SHOULD BE 
PERFORMED PRIOR TO EACH SALT OR SCC SF.SSTON.DAT F, 
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